To:  Way,  Stevenfway. steven@epa.gov];  Myers,  Craig[Myers. Craig@epa.gov];  Schaefer, 

Joe[Schaefer.  Joe@epa.gov] 

Cc:  Christner,  Jan[Jan. Christner@WestonSolutions.com];  Petri, 

Eiliott[Elliott.  Petri@WestonSolutions.com] 

From:  Lucotch,  John 

Sent:  Wed  8/19/2015  2:45:21  PM 

Subject:  Daily  Graphs  Uploaded 


Daily  graphs  for  flow  and  pH  have  been  uploaded  to  the  epaosc.org  Gold  King  Site  Assessment 
site. 


Thanks 


John  Lucotch 

IT  Manager 
Phone:  970-301-1416 
Weston  Solutions,  Inc. 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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